To: Woodyard, Josh[Woodyard.Joshua@epa.gov]; Easter, Patriek[Easter.Patrick@epa.gov]; Eoc, 

Epahq[Eoc. Epahq@epa.gov] 

From: Krochmal, Josh 

Sent: Mon 8/10/2015 12:17:43 PM 

Subject: RE: Gold King Mine Map Viewer 


They’re using a JavaScript viewer so it is a little different from the FlexViewer you’re used to 
seeing. If you need a hand, let me know and I can give you a hand walking through it. 


Best, 


Josh Krochmal 

Sr. Systems Analyst 

SAIC 

Contractor to EPA OSWER/OEM 
Office - 202.564.8753 
Mobile - 703.599.6425 


From: Woodyard, Josh 

Sent: Monday, August 10, 2015 8:15 AM 

To: Easter, Patrick; Eoc, Epahq 

Cc: Krochmal, Josh 

Subject: FW: Gold King Mine Map Viewer 

Importance: High 


Folks, I want this viewer front and center on the EOC video wall as well as one of the 
side televisions. 


1803145 


ED 000552D 00014303-00001 



Thanks Josh K! 


Joshua Wood yard, Associate Director 

Preparedness and Response Operations Division (PROD) 

Office of Emergency Management 

U.S. Environmental Protection Agency 

202-564-9588 

202-510-4306 (cell) 


From: Krochmal, Josh 

Sent: Monday, August 10, 2015 8:14 AM 

To: Woodyard, Josh; Irizarry, Gilberto; Eoc, Epahq 

Cc: Lee, Eugene 

Subject: Gold King Mine Map Viewer 


Folks, 


Region 8 has a viewer set up for the Gold King Mine site on epaosc.org 

(htt p://epaosc.org/site/sitejrorile.aspx7site_jdM 1082 1. You will need to be logged in to access 
the viewer. Once you are on the epaosc page, the map link is in the bottom left comer. 
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Best, 


Josh Krochmal 

Sr. Systems Analyst 

SAIC 

Contractor to EPA OS VVER/OEM 
Office -202.564.8753 
Mobile -703.599.6425 
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